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E.O. 11652: N/A 
TAGS: BDIS, TC 

SUBJECT: FAILURE OE GE GAS TURBINES 
REE: ABU DHABI 1353 

1. EMBASSY COMMERCIAL OFFICER SAW SHEIKH SORUR CHAIRMAN 
ABU DHABI DEPARTMENT OF WATER AND ELECTRICITY (DWE), TODAY 
AND DELIVERED COPY OF GE'S ANSWER TO AMBASSADOR'S 
PERSONAL MESSAGE (SEE PARAGRAPH 7 REFTEL). 

2. ALTHOUGH GE'S MESSAGE STATED THAT GAS TURBINE 
NUMBER SEVEN HAD BEEN REPAIRED, THIS IS NOT REPEAT 
NOT THE CASE. DWE UNABLE TO SHUT DOWN UNIT SEVEN 
FOR REPAIRS UNTIL BROKEN GEAR BOX UNIT FOR UNIT EIGHT 
IS REPAIRED. AND THAT UNIT IS AVAILABLE FOR BACKUP 
POWER. 

3. PINION SHAFTS OF UNIT NUMBER EIGHT HAVE BEEN 
SENT GE BAHREIN SERVICE SHOP EOR REPAIRS. EOR 
MANAMA: PLS ASK GE SHOP HOW LONG REPAIRS WILL TAKE. 

FOR USDOC: PLS ASK GE TO EXPEDITE 

REPAIRS ON GEARBOX IN BAHREIN. 
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